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MAINDEC CHANGE 

NOTICE 




AUTHOR 

PROGRAM DATE 

PRODtXrr LINE 

MAINDEC NUMBER 

John Vrooel 





DATE EXT. 

7/27/70 

8 

08 

-DIGD 

6/16/72 3621 






PROGRAM NAME PDP8,8I,8S Extended 
MmariK CmtKiO,,!, , , 


DEVICE Extended Memory Control 


ITEM 
6/16/ 


Problem t The error detection in the IHTE.RilUPT IIJHIBIT TEST'* 
2 is incorrect. 

Corr ection z Change LOCATION 13^5 from 5312 to 5^1^. 

Correction ; Change LOCATION 1313 from 5307 to 5005. 
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